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HARYANA GOVT GAZ ., AUGUST 2 , 1988 (SRVN . 11 , 1910 SAKA ) 


[PART 


ORDER 


The Governor of Haryana is pleased to order that the following functions are to be pcroformed 
by the Director, Health Services (Hospitals), Haryana with immediate effect: 


(1) To supervise functioning of all the district level and other big hospitals, having 100 or 

more beds in State . 


(2 ) 


To supervise functioning of all the Jail and Police Hospitals. 


(3) To ensure proper functioning of medical components of ESI Scheme- Effective supervision 

of al] ESĪ dispensaries/ hospitals in the State . 


(4) To develop specialist services and establish specialised clinics (with sophisticated tools ) in 

the hospitals as referred to in para (1) above . 


(5 ) To improve ambulance services in the State . 


(6) To ensure proper medico -legal work in all the medical institutions in the State. 


(7) To develop and maintain proper dental services in medical institutions of (1 ), (2) and (3) 

in the State . 


(8 ) To maintain and improve nursing services in all the medical institutions in the State . 


(9) To maintain the establishment of all para medical staff exclusively relatable to 100 -bedded 

hospitals or above viz . Pharmacists, Radiographers , Laboratory Technicians etc. for 
the whole State . 


(10 ) To provide optimum referral health services to the peripheral institutions . 


(11) To develop proper blood banks in all the districts and sub -divisional hospitals in the 

State . 


(12) To arrange Medical Boards for all the gazetted government servants in the State . 


( 13) To maintain Medical Manual for Health Department, Haryapa and to make it up -to-date . 
( 14) To plan, purchase and ensure proper distribution of appropriate quantities of various 

types of medicines according to the prescribed norms and budget for all the medical 
institutions referred to in (1) , (2 ) and (3 ) above . 


( 15) To purchase ( from the open market/approved source ) procure ( from Government of India 

or International Agencies) and arrange repairs of required quantity of different types of 
Bio -Medical equipments for all health and medical institutions in the State (for institution 
nor under Director of Health Services (Hospitals) these purchases would be made in 
consultation with the Director, Health Services (G ). However, Director, Health 
Services (General) may also purchase / repair these equipments for medical institutions 
under him if felt necessary by him . 


( 16) To exercise supervision over PMO /Medical Superint ndents and their subordinate staff 

of all the bospitals mentioned in (1), (2 ) and (3 ) above , 


(17) To have supervision over all the ministerial staff in all medical institutions mentioned in 

( 1), (2 ) and ( 3) above . 


T. D. JOGPAL , 


Dated , Chandigarh , 
the 12th July , 1988 . 


Commissioner and Secretary to Government, Haryana , 

Health Department. 


